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SUBJECT: US-EC-9 PRESIDENCY DIALOGUE: CYPRUS 

1 . IN CONNECTION MAY 20-21 EC FOREIGN MINISTERS MEETING, 
DEPTOFF (EUR/SE DIRECTOR) TOLD DANISH EMBASSY DCM KIMBERG 
MAY 19 THAT U.S. WAS ENCOURAGING TURKS TO MAKE FURTHER 
EFFORT TO DEMONSTRATE IN CONVINCING MANNER FLEXIBILITY AND 
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WILLINGNESS OF TURKISH SIDE TO NEGOTIATE SERIOUSLY ON 
CYPRUS. DEPTOFF ALSO NOTED THAT U.S. WAS CONTINUING TO 
ENCOURAGE GREEK CYPRIOTS TO APPROACH POSSIBILITY OF RES- 
UMED INTERCOMMUNAL TALKS WITH CONSTRUCTIVE ATTITUDE. 

DEPTOFF SUGGESTED THAT DENMARK IN EC-9 PRESIDENCY CAPACITY 
MIGHT BE ABLE FOLLOWING FOREIGN MINISTERS MEETING TO FIND 
OPPORTUNITY TO MAKE THESE POINTS. KIMBERG RECALLED THAT 
DEPARTMENT HAD MADE SIMILAR SUGGESTIONS PREVIOUSLY, BUT 
UNDERTOOK TO INFORM COPENHAGEN OF DEPARTMENT SUGGESTION 
ON URGENT BASIS PRIOR WEEKEND MEETING. 

2. EMBASSY SHOULD FOLLOW UP WITH DANISH FOREIGN MINISTRY 
AT EARLIEST OPPORTUNITY. VANCE 


CONFIDENTIAL 
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